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SEVENTY-FIRST  ANNUAL  REPORT 

of  the 


BOARD  OF  MANAGERS  OF 
New  York  Society  for  the  Relief  of  the 
Ruptured  and  Crippled 

r*u<  M/  U<s . February  14,  1935. 


To  the  Board  of  Managers, 

Hospital  for  the  Ruptured  and  Crippled. 

Gentlemen : 

During  the  year  1934  after  much  study,  the  Board 
of  Managers  appointed  Dr.  Philip  D.  Wilson,  Ortho- 
paedic Surgeon  and  Associate  Chief  of  the  Fracture 
Service  of  the  Massachusetts  General  Hospital,  Boston, 
to  reorganize  and  assume  charge  of  the  Surgical  and 
Medical  Services  of  the  Institution. 

The  object  of  the  reorganization  is  to  raise  this 
Hospital  to  a position  of  leadership,  not  only  in  the 
United  States,  but  in  the  world.  [In  order  to  accomplish 
this  result,  better  x-ray  and  laboratory  facilities  were 
necessary,  and  plans  were  made  for  the  construction 
of  a new  laboratory  and  x-ray  department  with  better 
facilities.  The  plans  were  drawn  by  York  and  Sawyer, 
and  Marc  Eidlitz  and  Son  were  the  builders.  The 
laboratory  and  the  x-ray  departments  are  now  ready 
for  operation,  the  staff  has  been  reorganized  and  we 
look  forward  to  a great  future  for  the  Hospital. 
_j"The  Modem  Hospital  is  a complicated  machine; 
the  modern  treatment  of  patients  is  costly.  Our  total 
operating  expenses  for  the  year  1934  amounted  to 
$542,412.66.  Our  total  income  was  $373,314.88,  leaving 
an  operating  deficit  of  $169,097.78^/ 

In  order  to  continue  to  take  care  of  the  sick,  the 
Hospital  will  have  to,  as  in  the  past,  depend  on  the 
generosity  of  its  friends. 
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We  recommend  the  following  funds  of  benefaction. 

1.  Funds  to  endow  orthopaedic  and  research  fel- 
lowships. Four  or  more  such  fellowships  are  necessary 
for  the  work  of  the  Hospital. 

2.  Funds  to  provide  braces  and  other  appliances 
for  the  unfortunate. 

3.  Funds  specially  designated  for  research. 

4.  Funds  to  supply  an  annual  income  for  the 
operation  of  the  pool  and  to  provide  free  treatment  for 
crippled  children. 

5.  Special  funds  to  install  and  operate  special 
machines  for  x-ray  treatment. 

The  future  of  the  private  hospital  depends  entirely 
upon  the  generosity  of  the  public,  and  if  they  are  to 
continue  their  work,  their  friends  will  have  to  come 
forward  and  help. 

We  have  now  had  five  years  of  depression  and 
unemployment  and  it  has  become  harder  to  get  the 
necessary  funds  to  administer  properly  to  the  needs 
of  the  patients,  both  in  the  Hospital  and  in  the 
Dispensary. 

We  invite  all  our  friends  to  visit  the  Hospital  and 
see  our  new  Laboratory  and  X-ray  Department  and 
the  work  of  the  Pool  for  the  crippled  children. 

To  the  Members  of  the  Surgical  and  Medical  Staff; 
to  the  nurses  who  have  worked  faithfully  and  well  for 
the  care  of  the  patients;  to  the  Chiefs  of  Departments 
who  have  carried  on  their  work  efficiently  and  econom- 
ically; to  the  many  friends  who  have  contributed  money 
or  goods  to  the  Hospital,  the  Board  of  Managers  ex- 
press their  grateful  thanks.  It  is  only  owing  to  their 
help  that  the  work  of  the  Hospital  has  continued. 

Respectfully  submitted, 

Lawrence  McK.  Miller, 

Secretary. 
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Feb.  14,  193o. 


To  the  Board  of  Managers, 

Hospital  for  Ruptured  and  Crippled, 
New  York,  New  York. 


4 
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Gentlemen : 


In  my  first  report  as  Surgeon-in-Chief  one  year 
ago  it  was  pointed  out  that  the  future  of  voluntary  un- 
attached hospitals  is  precarious.  A purely  clinical  in- 
stitution is  handicapped  in  comparison  with  teaching 
and  scientific  centres,  since  without  the  vitalizing  effects 
of  teaching  and  the  stimulation  of  research  the  profes- 
sional work  of  a hospital  settles  down  to  a routine  and 
a decline  in  its  productiveness  and  reputation  results. 
It  was  further  emphasized  that  efforts  must  he  made  to 
retain  the  position  of  leadership  which  the  Hospital  for 
the  Ruptured  and  Crippled  has  held  in  orthopaedic 
surgery. 

Noteworthy  steps  have  been  taken  in  the  directions 
suggested.  It  was  decided  to  enlist  the  services  of  an 
eminent  leader  in  the  specialty  of  orthopaedic  surgery. 
The  horizon  was  scrutinized  with  an  impartial  eye  and 
Dr.  Philip  D.  Wilson,  of  Boston,  was  selected  and  was 
persuaded  to  accept  the  appointment  of  Director  of 
Surgery.  His  background,  training  and  personality 
were  such  as  to  make  it  reasonably  certain  that  the 
indications  would  be  met  under  his  leadership.  He  is 
on  a modified  full  time  basis  having  the  privilege  of 
half  time  private  practice  in  the  Hospital.  This  means 
constant  supervision  of  the  routine  activities  and  ade- 
quate thought  and  planning  for  broad  problems  of  a 
developmental  nature.  These  important  features  were 
impracticable  under  the  former  casual  method  of  super- 
vision by  busy  practitioners.  During  the  eight  months 
of  Dr.  Wilson’s  incumbency  much  has  been  accom- 
plished. 

An  affiliation  has  been  made  with  the  College  of 
Physicians  and  Surgeons  of  Columbia  University,  which 
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affords  opportunity  for  contact  with  students  and  at  the 
same  time  opens  the  way  to  cooperative  use  of  the  facili- 
ties of  the  two  institutions  which  should  prove  of  mutual 
benefit.  In  accordance  with  the  affiliation,  the  Director 
of  Surgery  has  been  appointed  Clinical  Professor  of 
Orthopaedic  Surgery.  At  present  our  teaching  is  con- 
fined to  post-graduate  instruction. 

A survey  of  the  Hospital  in  the  Summer  of  1934 
showed  two  pressing  needs,  namely,  better  Laboratory 
facilities  and  a modern  X-ray  Department.  Accor- 
dingly, two  floors  have  been  added  to  the  east  wing  to 
provide  for  laboratories  and  the  lower  floor  of  the  west 
wing  has  been  remodelled  for  the  X-ray  Department. 
These  additions  provide  an  X-ray  Department  which 
is  complete  in  all  respects  except  x-ray  therapy.  Space 
has  been  reserved  for  this  when  funds  are  available.  The 
new  floors  accommodate  the  routine  clinical  and  path- 
ological laboratories,  three  laboratories  for  research,  a 
pathological  museum,  a medical  library  and  a labora- 
tory for  experimental  surgery.  In  addition,  on  the 
fifth  floor  the  new  construction  provides  three  small 
wards  of  four  beds  each  which  temporarily  are  occu- 
pied by  semi-private  patients,  but  will  be  used  as  a re- 
search ward  for  the  investigation  of  obscure  diseases 
when  funds  can  be  obtained  for  this  purpose. 

The  distinctive  position  which  the  Hospital  occu- 
pies is  due  to  the  fact  that  it  has  never  attempted  to 
duplicate  the  work  of  a general  hospital,  but  has  stood 
as  an  institution  for  the  care  of  special  surgical  condi- 
tions. Although  the  Hospital  can  make  its  greatest 
contribution  in  the  field  of  orthopaedic  surgery,  it  is 
essential  to  have  a department  of  general  surgery.  The 
Orthopaedic  Service  should  continue  to  treat  the  de- 
formities of  the  extremities  and  spine,  the  diseases  of 
the  bones  and  joints  and  the  various  paralytic  conditions 
for  which  it  can  afford  relief,  and  in  addition  should 
endeavor  to  build  up  a special  service  for  fractures  and 
traumatic  conditions,  since  the  care  of  these  injuries  is 
necessary  to  give  a well  rounded  experience  to  its  Staff. 
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The  General  Surgical  Service  should  continue  to  treat 
those  conditions  which  made  its  reputation  in  the 
past,  especially  herniae,  but  more  emphasis  should  be 
laid  upon  other  special  surgical  conditions,  as  hare  lip, 
cleft  palate,  plastic  surgery  and  treatment  of  vascular 
disease.  A well  staffed  department  of  medicine  and 
pediatrics  is  a necessity.  The  treatment  of  many  infants 
and  children  raises  problems  of  nutrition  and  general 
care  as  well  as  presenting  baffling  questions  of  diagnosis. 
There  is  the  great  problem  of  chronic  arthritis,  for  the 
solution  of  which  internists  and  orthopaedic  surgeons 
must  work  together.  Although  orthopaedic,  surgical 
and  medical  departments  are  necessary,  by  devoting  the 
efforts  of  our  Staff  to  special  conditions,  we  shall  not 
be  duplicating  the  activities  of  a general  Hospital  and 
shall  retain  a distinct  identity. 

For  efficient  administration  it  has  been  necessary  to 
reorganize  the  services.  The  two  orthopaedic  services 
have  been  combined  but  divided  into  two  departments, 
one  for  children  and  one  for  adults  and  fracture  cases. 
The  members  of  the  Orthopaedic  Staff  serve  for  equal 
periods  on  each  of  these  services  in  rotation.  The 
Director  of  Surgery  assumes  the  active  direction.  The 
two  hernia  departments  have  been  combined  into  one 
general  surgical  service  under  the  direction  of  Dr.  Carl 
G.  Burdick.  The  internists  and  pediatricians  have  been 
grouped  into  one  service  under  the  direction  of  Dr. 
Carlisle  S.  Boyd. 

Some  changes  have  resulted  in  the  Staff.  Dr. 
William  L.  Sneed  who  has  served  the  Hospital  con- 
scientiously for  many  years  has  retired  from  the  active 
staff,  and  is  now  a consultant.  Dr.  Percy  W.  Roberts 
has  resigned  as  supervisor  and  has  been  appointed  a 
consultant.  It  is  with  regret  that  we  record  the  resigna- 
tions of  Dr.  Ralph  C.  Kahle,  Dr.  Maurice  Herzmark 
and  Dr.  Joseph  Buchman.  The  Hospital  owes  them 
much  gratitude  for  their  faithful  services.  It  is  a 
pleasure  to  record  the  splendid  services  of  these  devoted 
workers. 
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Two  teaching  Orthopaedic  Fellows  serving  on  a 
full  time  basis  have  been  appointed  in  addition  to  the 
existing  Gibney  Fellow.  This  is  a vital  feature  which 
must  be  elaborated.  The  road  to  qualification  in  ortho- 
paedic surgery  is  long.  It  now  requires  in  addition  to 
four  years  of  college,  four  years  of  medical  school,  two 
years  of  general  surgical  internship  and  two  to  three 
years  more  of  special  training  in  orthopaedic  surgery. 
The  average  age  at  which  the  young  physician  may 
hope  to  begin  the  practice  of  orthopaedic  surgery  is 
thirty  or  thirty-one  years,  and  he  must  then  face  at  least 
two  or  three  lean  years  before  he  can  expect  to  begin 
to  pay  expenses.  The  young  men  who  go  into  this 
work  have  to  make  enormous  sacrifices.  If  this  training 
is  to  be  kept  on  a democratic  basis  and  not  restricted 
to  those  of  means,  it  is  important  to  secure  funds  to  give 
selected  men  financial  assistance  during  their  years  in 
the  hospital.  Therefore,  four  to  six  additional  Fellow- 
ships should  be  available,  each  with  an  annual  income 
of  from  $2000  to  $3000.  Only  in  this  way  will  it  be 
possible  to  keep  the  hospital  staff  constantly  replenished 
with  a supply  of  capable  young  surgeons  who  in  time 
should  become  the  senior  members  of  the  Staff  and  out- 
standing practicing  orthopaedic  surgeons.  These  Fel- 
lowships  should  run  from  two  to  four  years.  Obviously 
the  money  needed  for  this  purpose  must  be  secured  by 
special  donations. 

The  work  of  the  Hospital  during  the  past  year  has 
been  active.  The  reduced  circumstances  of  people  in 
general  has  been  reflected  in  a shrinkage  in  the  number 
of  people  who  could  afford  to  pay  for  ward  care.  The 
hospital  lacks  a large  endowment  and  is  therefore  de- 
pendent to  a considerable  extent  upon  receipts  from 
such  patients.  This  shrinkage  in  admissions  has  been 
going  on  for  several  years  but  was  less  in  1934  than  in 
previous  years.  The  out  patient  work  continues  as  large 
as  ever.  The  statistical  summary  of  operations  and 
admissions  to  the  various  services  is  appended. 

The  Staff  and  other  professional  associates  includ- 
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ing  particularly  the  Directress  of  Nurses  have  given 
cordial  cooperation  in  this  somewhat  trying  period  of 
reconstruction.  The  Board  of  Managers  and  the  Super- 
intendent have  shown  their  customary  breadth  of  view 
and  cooperation  in  meeting  the  requests  of  the  Profes- 
sional Staff. 

Respectfully  submitted, 

Eugene  H.  Pool,  M.D., 

S urgeon-in-Ch  ief. 
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Statistical  Summary 


IN-PATIENTS 

1934 

1933 

Orthopaedic  Service 

Total  Operations 

1,209 

1,404 

Deaths  

12 

14 

Surgical  Service 

Total  Operations 

1,022 

1,180 

Hernia  Operations  725 

829 

Other  Operations  297 

351 

Deaths  

6 

8 

Emergency  Room  Visits 

1,211 

1,528 

Deaths  

0 

1 

OUT-PATIENTS 

Orthopaedic,  Surgical,  Medical,  Etc. 

Physiotherapy  Department 

Treatments  

54,323 

52,023 

Roentgenological  Department 

Patients  

5,191 

4,935 

Radiographs 

16,089 

13,703 

Arthritis  Clinic 

New  Patients 

265 

285 

Revisits  

2,503 

2,618 

Nose  and  Throat  Clinic 

New  Patients  

457 

Revisits  

418 

Sarcoma  Clinic 

Patients  

30 

19 

Obesity  Clinic 

New  Patients  

408 

340 

Revisits  

994 

691 

Genito- Urinary  Clinic  

777 

Laboratory 

Tests  or  Examinations  

14,176 

14,153 

Private  Pavilion 

Admissions  

657 

526 

Operations 

538 

316 

Deaths  

11 

18 

Total  Deaths  in  Hospital 

29 

40 

THERAPEUTIC  POOL 
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Feb.  14,  1935. 

To  the  Board  of  Managers, 

Hospital  for  the  Ruptured  and  Crippled 
Gentlemen : 

The  Hospital  receipts  amounted  for  the  year  1934 
to  $373,314.88  and  the  expenses  amounted  to  $542,- 
412.66  making  an  exess  of  $169,097.78  of  operating 
expenses  over  income.  Orthopaedic  care  is  so  costly 
and  lasts  so  long  that  the  patients  and  their  families 
are  without  resources  before  they  have  half  way  com- 
pleted the  course  of  the  treatment. 

Conditions  have  been  such  that  we  have  had  con- 
tinuously in  our  wards  receiving  free  treatment  from 
35  to  40  children.  We  took  care  of  3,228  in-patients 
during  the  year,  staying  in  hospital  66,114  days. 

The  total  visits  in  our  Out-Patient  Department 
amounted  to  69,911.  The  average  cost  of  an  Out- 
Patient  visit  is  $2.49.  It  seems  a high  cost,  but  most 
patients  coming  for  treatment  in  our  clinic  need  one  or 
more  X-rays  and  a great  number  receive  braces  or  other 
apparatuses  that  are  costly.  During  the  year,  4,812 
appliances  were  manufactured  in  our  Brace  Shop  at 
a cost  of  $31,971.59. 

Our  Physiotherapy  Department  is  continuing  to 
do  excellent  work,  but  the  number  of  patients  able  to 
pay  their  treatment  has  greatly  decreased.  54,218 
treatments  were  given  during  the  year,  of  these  12,024 
were  free. 

The  esprit  de  corps  has  continued  to  be  in  evidence 
and  all  departments  have  cooperated  splendidly  for  the 
general  welfare  of  the  patient. 

We  have  to  express  our  thanks  to  all  Institutions 
and  individuals  who  have  helped  us  to  do  our  work  suc- 
cessfully during  the  year,  by  taking  care  of  convalescent 
patients  or  by  donations  of  money. 

To  the  Theatre  Assembly,  The  Rita  Beresford 
Club  and  Mr.  Henry  W.  DuBoise,  (Dr.  Sunshine)  and 
his  group  of  entertainers,  and  to  all  the  friends  of  the 
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Hospital  who  have  so  kindly  given  of  their  time  and 
money  to  bring  cheer  and  comfort  to  the  patients  in 
our  wards,  we  wish  to  express  our  thanks  and  appeci- 
ation  for  this  good  work. 

The  Junior  League  is  furnishing  clothing  for 
needy  patients.  The  ladies  of  the  Church  of  the  Incar- 
nation and  St.  John  the  Divine  saire  us  many  dollars 
in  sewing  and  gifts  of  clothing  for  the  patients.  I wish 
to  express  our  thanks  to  the  following  for  the  care  of 
patients  during  convalescense : 

New  York  Society  for  Aid  of  Crippled  Children, 
Burke  Foundation,  White  Plains,  N.  Y.,  and  Blythe- 
dale  Home,  Valhalla,  N.  Y. 

Also  the  following:  Camp  Cheerful,  Rotary  Club 
of  New  York.  The  Board  of  Managers  of  the  Children’s 
Fresh  Air  Home,  Southampton,  L.  I.,  and  to  all  other 
agencies  and  individuals  who  have  made  through  their 
cooperation  the  convalescent  work  possible. 


Statistics 

Number  of  Patients  taken  care  of  during  year. 

Adults,  2,514;  Children,  714;  Total,  3,228. 

Number  of  patients  days,  66,114. 

Total  meals  served  399,454 

Cost  per  meal  including  service,  and  cost  of  Dietary  Dept.  $0,277 
Brace  Shop 

Number  of  braces  made  4,012 


Our  new  X-ray  Department  and  our  new  Labor- 
atories will  help  greatly  the  Hospital  and  the  Out- 
Patient  Department  in  giving  better  and  more  com- 
plete care  to  the  patients. 

Respectfully  submitted, 

Joseph  D.  Flick, 

Superintendent. 
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Clinics 


ORTHOPAEDIC  DEPARTMENT 


Orthopaedic 

Scoliosis 

Spastic 

Physiotherapy 


Daily  1-3 
Saturday  10-12 
Saturday  10-12 
Daily  1-4 
Daily  9 A.M. — 5 
Tuesday  and  Thursday  7-9 


SURGICAL  DEPARTMENT 
Hernia 

Goiter  (Thyroid) 

Vascular 
Bone  Sarcoma 


Daily  1-3 
Tuesday  2-3 
Wednesday  10-12 
Wednesday  2-3 


MEDICAL  DEPARTMENT 

Obesity  Tuesday  6:00-8  :00 

Wednesday  4-6 
Thursday  9-10:43 

Arthritis  Tuesday  and  Friday  9 A.M.-12 

Pediatrics  Monday,  Wednesday,  Friday  1-3 


NOSE  AND  THROAT  DEPARTMENT 

Tuesday  and  Friday  12-2 


UROLOGICAL  DEPARTMENT 

Tuesday  and  Friday  3-4 


P.M. 

Noon 

Noon 

P.M. 

P.M. 

P.M. 


P.M. 

P.M. 

A.M. 

P.M. 


P.M. 

P.M. 

A.M. 

Noon 

P.M. 


P.M. 


P.M. 


GYNECOLOGICAL  DEPARTMENT 

By  Appointment 

SKIN  AND  SYPHILIS  DEPARTMENT 

Tuesday  1-3  P.M. 

NEUROLOGICAL  DEPARTMENT 

By  Appointment 

DENTAL  DEPARTMENT 

Monday  2-4  P.M. 
Tuesday  10-12  A.M. 
Friday  10-12  A.M. 


No  Clinics  on  Sundays  or  Holidays 
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Hospital  Staff 

Surgeon-in-Chief  Emeritus 
William  B.  Coley,  M.D. 

Surgeon-in-Chief 
Eugene  H.  Pool,  M.D. 


Director  of  Surgery 
Philip  D.  Wilson,  M.D. 


Department  of  Orthopaedic  Surgery 


Orthopaedic  Surgeons 


Armitage  Whitman,  M.D. 
Richmond  Stephens,  M.D. 
Earl  E.  VanDerwerker,  M.D. 

Associate  Orthopaedic  Surgeons 
Paul  C.  Colonna,  M.D. 
Lewis  Clark  Wagner,  M.D. 

Assistant  Orthopaedic  Surgeons 
Francis  J.  Carr,  M.D. 
Peter  C.  Rizzo,  M.D. 

H.  Eugene  Reading,  M.D. 


Teaching  Fellows 

T.  Campbell  Thompson,  M.D.,  Executive  Assistant  to  Director 
Marvin  A.  Stevens,  M.D.,  Research  Fellow 
John  H.  Cobb,  M.D.,  Gibney  Research  Fellow 


In  Charge  of  Plaster  Room 
LeRoy  Barnett,  M.D. 


Assistant  Orthopaedic  Surgeons  in  Out-Patient  Department 


William  Frieder,  M.D. 
Carl  A.  Zoll,  M.D. 
Francis  J.  Fadden,  Jr.,  M.D. 
David  I.  Horwich,  M.D. 
Joseph  H.  Gaston,  M.D. 


Chiropodist 
David  Wiener 


SEVERE  CONGENITAL  CLUE  FEET 
Before  Treatment 


SEVERE  CONGENITAL  CLUB  FEET 
After  Treatment 


CONGENITAL  WRY  NECK 
Before  Treatment  After  Treatment 


CONGENITAL  HARE  LIP 
Before  Operation  Ten  Years  After  Operation 
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Department  of  General  Surgery 

Chief  of  Service 
Carl  G.  Burdick,  M.D. 

Attending  Surgeon 
Fenwick  Beekman,  M.D. 

Senior  Associate  Surgeons 

David  Gillespie,  M.D. 

Roderick  V.  Grace,  M.D. 

Junior  Associate  Surgeons 

Bradley  L.  Coley,  M.D. 

Walter  F.  Jones,  M.D. 

Russell  H.  Patterson,  M.D. 

Assistant  Surgeons 


T.  Wallis  Davis,  M.D. 
Roland  L.  Maier,  M.D 
Joseph  Shaefer,  M.D. 


Vansel  S.  Johnson,  M.D. 
Norman  L.  Higinbotham,  M.D. 
John  E.  Sullivan,  M.D. 


Yolande  H.  Huber,  M.D. 
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Department  of  Medicine  and  Pediatrics 

Chief  of  Service 
Carlisle  S.  Boyd,  M.D. 

Associate  Attending  Physicians 

R.  Garfield  Snyder,  M.D. 

Frank  G.  Pettengill,  M.D. 

Assistant  Attending  Physicians 

A.  V.  Lyman,  M.D. 

Cornelius  H.  Traeger,  M.D. 

Clinical  Assistant  Physicians 

Joseph  Alexander,  M.D. 

Richard  Schorr,  M.D. 

Frank,  H.  Orr,  M.D. 

William  Wheeler,  Jr.,  M.D. 

Benjamin  E.  Hodge,  M.D. 
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Neurological  Department 

Attending  Surgeon 
J.  E.  J.  King,  M.D. 

Visiting  Neurologists 

Irving  Pardee,  M.D. 
Thomas  K.  Davis,  M.D. 


Department  of  Otology  and  Laryngology 

Attending  Laryngologists 

James  J.  King,  M.D. 

Paul  H.  Breuning,  M.D. 

Assistant  Attending  Laryngologists 

Charles  N.  Harper,  M.D. 

James  M.  Evans,  M.D. 

Mark  H.  Barnes,  M.D. 

A.  H.  Drummond,  M.D. 

Attending  Bronchoscopist 
Leo  T.  Perrault,  M.D. 

Attending  Otologist 
Charles  M.  Griffith,  M.D. 


Department  of  Ophthalmology 

Ophthalmologist 
David  H.  Webster,  M.D. 

Assistant  Ophthalmologist 
Arthur  A.  Knapp,  M.D. 
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Gynecological  Department 

Attending  Gynecologist 
David  Nye  Barrows,  M.D. 

Assistant  Gynecologists 

H.  Harold  Lardaro,  M.D. 
Kenneth  MacLean,  M.D. 


Urological  Department 

Attending  Urologist 
John  A.  Taylor,  M.D. 

Associate  Attending  Urologist 
Robert  Gutierrez,  M.D. 

Assistant  Urologist 
Thomas  Morrissey,  M.D. 

Proctologist 

Vincent  Hurley,  M.D. 


Department  of  Dermatology  and  Syphilis 

Attending  Dermatologist 
Herman  Feit,  M.D. 

Assistant  Dermatologist 
Elmer  Marjey,  M.D. 

Physiotherapy 

Kristian  G.  Hansson,  M.D.,  Director 
Elmer  Marjey,  M.D.,  Assistant  Director 
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X-ray  Department 

Roentgenologist 
Raymond  W.  Lewis,  M.D. 

Associate  Roentgenologist 
Ramsay  Spillman,  M.D. 


Laroratory  of  Pathology  and  Research 

John  E.  McWhorter,  M.D.,  Director  of  Laboratory  and 
Pathologist 

Dominic  A.  DeSanto,  M.D.,  Assistant  Pathologist 
John  E.  Sullivan,  M.D.,  Assistant  Pathologist 


Dental  Department 

Attending  Oral  Surgeon 
Clarence  A.  Dunn,  D.D.S. 

Assistant  Dentists 

Archie  M.  Krieger,  D.D.S. 
Charles  Kennedy,  D.D.S. 
Henry  Oehmsen,  D.D.S. 
Sidney  Leistner,  D.D.S. 


Anaesthetists 

Supervrisor  of  Anaesthetics 
Earl  C.  Wagner,  M.D. 

Anaesthetists 

John  O’Dowd,  M.D. 

Irene  Landry,  R.N. 
Irmgard  vonBockum  Dolffs,  R.N. 
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Board  of  Consultants 


Consulting  Surgeons 

William  A.  Downes,  M.D.  Charlton  Wallace,  M.D. 

Frank  S.  Mathews,  M.D.  Royal  Whitman,  M.D. 

John  Rogers,  M.D.  Samuel  Kleinberg,  M.D. 

John  B.  Walker,  M.D.  Percy  W.  Roberts,  M.D. 

William  L.  Sneed,  M.D. 


Consulting  Physicians 

Theodore  J.  Abbott,  M.D.  Henry  Patterson,  M.D. 

Samuel  Lambert,  M.D.  John  W.  Brannan,  M.D. 


Special  Consultants 

Austin  Flint,  M.D.,  Gynecology 
William  M.  Ford,  M.D.,  Gynecology 
Foster  Kennedy,  M.D.,  Neurology 
Charles  L.  Dana,  M.D.,  Neurology 
D.  Bryson  Delavan,  M.D.,  Laryngology 
Antonie  F.  Voislawsky,  M.D.,  Laryngology 
William  Culbert,  M.D.,  Laryngology 
Robert  Lewis,  M.D.,  Otology 
Harry  M.  Imboden,  M.D.,  Roentgenology 
Harold  S.  Vaughan,  M.D.,  Oral  Surgery 
Henry  S.  Dunning,  M.D.,  Oral  Surgery 
Paul  E.  Bechet,  M.D.,  Dermatology 
Oswald  S.  Lowsley,  M.D.,  Urology 
Fred  W.  Stewart,  M.D.,  Pathology 
Douglas  Symmers,  M.D.,  Pathology 
Purdy  Stout,  M.D.,  Pathology 
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REPORT  OF  OPERATIONS  FOR  THE 
ORTHOPAEDIC  CHILDREN’S  SERVICE 

January  1,  1934  to  December  31,  1934 


STATISTICAL 

Total  Cases  Admitted  775 

“ Discharged  778 

“ Cured  20 

“ Improved  689 

“ Not  Improved  — 

“ Not  Treated 13 

“ For  Diagnosis  Only 2 

Consultations  34 

Deaths  11 

Post-Operative  Infections  2 


OPERATIVE 

Open  Operations  627 

Closed  Operations  168 

Total  Operations  795 

A.  Deformities  Following  Infantile  Paralysis  170 

B.  Deformities  following  Lesions  of  the  Nervous  System 

Other  Than  Infantile  Paralysis  35 

C.  Fractures,  Dislocations  and  their  Sequelae  121 

D.  Complications  of  and  Deformities  Following  Tuberculous 

Disease  of  Bones  and  Joints  25 

E.  Non-Tuberculous  Affections  of  Bones  and  Joints  and 

their  Sequelae  119 

F.  Congenital  Deformities  120 

G.  Acquired  Deformities  75 

H.  Rachitic  Deformities  13 

I.  Tumors  19 

J.  Miscellaneous  98 
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REPORT  OF  OPERATIONS  FOR  THE 
ORTHOPAEDIC  ADULT  AND 
FRACTURE  SERVICE 

January  1,  1934  to  December  31,  1934 


STATISTICAL 

Total  Cases  Admitted  355 

“ Discharged  439 

Cured  7 

Improved  427 

“ Not  Improved  — 

Not  Treated  5 

Consultations  19 

Deaths  1 

Post-Operative  Infections  4 


OPERATIVE 


Open  Operations  307 

Closed  Operations  107 

Total  Operations  414 

A.  Deformities  following  Infantile  Paralysis  80 

B.  Deformities  following  Lesions  of  the  Nervous  System 

other  than  Infantile  Paralysis 20 

C.  Fractures,  Dislocations  and  their  Sequelae  67 

D.  Complications  of  and  Deformities  Following  Tuberculous 

Disease  of  Bones  and  Joints  1 1 

E.  Non-Tuberculous  Affections  of  Bones  and  Joints  and 

their  Sequelae  62 

F.  Congenital  Deformities  80 

G.  Acquired  Deformities  51 

II.  Rachitic  Deformities  4 

I.  Tumors  9 

J.  Miscellaneous  30 
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REPORT  OF  OPERATIONS 

for 

SURGICAL  SERVICE 

January  1,  1934  to  December  31,  1934 
STATISTICAL 

Total  Cases  Admitted  1096 

“ Discharged  993 

Cured  672 

Improved  293 

Not  Treated  26 

Consultations  22 

Deaths  2 

Infections  19 

Autopsies  2 

OPERATIVE 

Total  Closed  Operations  26 

Open  Operations  996 

Hernia  726 

General  Surgery  160 

Special  Surgery  147  


1022 
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REPORT  OF  OPERATIONS  FOR  THE 
GIBNEY  PAVILION 


January  1,  1934,  to  December  31,  1934 


STATISTICAL 

Total  Cases  Admitted  657 

Discharged  730 

Cured  328 

“ Improved  367 

Not  Improved  — 

“ Not  Treated  15 

Diagnosis  Only  1 

Consultations  32 

Deaths  1 1 

Post-Operative  Infections  3 


OPERATIVE 

Total  Operations  

Closed  Operations  30 

Open  Operations  559 

Hernia  143 

General  Surgery  359 

Special  Surgery  57 


589 
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REPORT  OF  OPERATIONS  OF  NOSE  AND 
THROAT  DEPARTMENT 

January  1,  1934  to  December  31,  1934 

Tonsillectomies  79 

Tonsillectomies  and  Adenoidectomies  103 

Incision  and  Drainage  frontal  Sinuses  2 

Para  centesis  2 

Mastoidectomy  1 

Submucuous  Resection  3 

Ethmoidectomy  1 

Division  of  Palatine  Artery  (cleft  palate)  1 

Turbinotomy  1 

Nasal  Antrotomy  2 

Sphenoidectomy  1 


Total  196 
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REPORT  OF  THE  X-RAY  DEPARTMENT 


X-Rays — Out-Patient  Dept. 
X-Rays — W ards 
X-Rays- — Private  Pavilion 


3,745 

1,214 

232 


5,191 

Of  the  total  of  5,191  cases  done,  616  were  free 
16,089  Radiographs  were  made. 


Raymond  Lewis,  M.D. 


ANNUAL  REPORT 

PHYSICAL  THERAPY  DEPARTMENT 

1934 

A total  number  of  54,323  treatments  were  given. 
These  were  distributed  as  follows: 

Out-Patient  Department  41,855 

Ward  5,045 

Private  1,378 

Semi-Private  1.775 

Compensation  4,270 

Of  these  12,024  were  free.  In  the  night  clinic  we 
gave  5,269  treatments.  This  compares  favorably  with 
1933  when  the  total  number  of  treatments  was  52,023. 


K.  G.  Hansson,  M.D. 
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REPORT  OF  THE  ARTHRITIS  CLINIC 

January  1,  1934  to  December  31,  1934 

I have  the  honor  to  submit  the  report  of  the  Arthri- 
tis Clinic  of  the  Hospital  for  the  Ruptured  and  Crippled 
for  the  term  beginning  January  1,  1934  and  ending 
December  31,  1934. 


Year  New  Patients  Revisits 

1931  230  2,146 

1932  173  2,206 

1933  285  2,618 

1934  265  2,503 


R.  Garfield  Snyder,  M.D. 


NOSE  AND  THROAT  CLINIC 
19  3 4 

New  Revisits 

459  418 


Paul  H.  Breuning,  M.D. 
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OBESITY  CLINIC 

January  1,  1934  to  December  31,  1934 

During  the  past  year  there  has  been  a steady 
increase  in  the  attendance  to  this  Clinic,  sufficient  to 
necessitate  the  addition  of  a Medical  Assistant.  The 
services  of  the  hospital  dieticians  who  assist  in  the  Clinic 
have  been  of  great  value. 

The  figures  for  the  clinic  are  as  follows: 

NeAv  cases  408— an  increase  of  68  patients. 

Revisits  994 — an  increase  of  808  patients. 

Total  attendance  for  the  year — 1,402. 


Frank  G.  Pettengill,  M.D. 
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REPORT  OF  GENITO  URINARY  CLINIC 

January  1,  1934  to  December  31,  1934 
Dr.  John  A.  Taylor 

Total  Visits  777 

New  Cases  171 

Revisits,  examinations  and  treatments  606 


DENTAL  REPORT— 1934 

Out  Patient  In  Patient 
Department  Department 

519  66 

169  17 


Number  of  Visits  .... 
Number  of  Patients 


688 


83 
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REPORT  OF  THE  LABORATORY 

Covering  the  Year  1934 


Urinalysis 

Routine  713(3 

Functional  16 

Quantitative  65 

Cultures  14-5 

Hence  Jones  3 

Lead  1 

Arsenic  1 

Blood  Examinations 

R.  B.  C 437 

W.  B.  C 537 

Differential  540 

Hemoglobin  448 

Coagulation  Time  23 

Typing  87 

Kline  724 

Widals  15 

Cultures  42 

Blood  Chemistry 

Blood  Sugar  502 

Blood  Urea  164 

Non-Protein  Nitrogen  29 

Creatinin  16 

Uric  Acid  274 

Others 

Calcium  22 

Phosphorus  12 

Co.  2 

Chloride  2 


Tissues 

Microscopic  334 

Spinal  Fluid 

Colloidal  Gold  22 

Cultures  4 

Globulin  2 

Wasserman  22 

Sugar  22 

Total  protein  3 

Gastric  Analysis  3 

Stool  Examinations  9 

Smears  Vaginal  341 

Animal  Innoculations  30 

Sputum  Examinations  90 

Vaccines  23 

Exudates  6 

Transudates  Misc.  Fluids  17 

Misc.  Smears  82 

Throat  Cultures  1500 

Sputum  typing  6 

Autopsies  1 

Misc.  Cultures  180 

Icteric  Index  5 

Dark  Field  5 

Vanden  Bergh  2 

Sed.  Time  97 

Cross  Agg 30 

Total  for  1934  14,176 
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HOUSE  SURGEONS  AWARDED 
DIPLOMAS 

During  the  Year  1934 

Orthopedic  Service 

Lester  Edwin  Wight,  M.D. 

William  Winston  Burbank,  M.D. 

Ralph  P.  Stevens,  M.D. 

Robert  Mazf.t,  M.D. 

Henry  Peter  Lange,  M.D. 

William  Emerson  Brogden,  M.D. 
(Gibney  Research  Fellow) 

Surgical  Service 

Paul  L.  Owens,  M.D. 

Jack  G.  Kerr,  M.D. 

Howard  W.  Gcurlie,  M.D. 

Richard  Bullard,  M.D. 


Residents — Gibney  Pavilion 

Richard  Bullard,  M.D. 

David  H.  R.  Lester,  M.D. 

Charles  H.  Avent,  M.D. 
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GIBNEY  PAVILION 
PRIVATE  PATIENTS 

Since  1863  the  New  York  Society  for  the  Relief 
of  the  Ruptured  and  Crippled  has  served  the  public, 
rendering  the  best  possible  service.  The  Private  Pavil- 
ion was  opened  on  March  15,  1923.  It  offers  the  patient 
every  possible  comfort  and  advantage.  The  Gibney 
Pavilion  for  private  patients  with  its  comfortable  pri- 
vate and  semi-private  rooms,  completely  equipped  op- 
erating room,  up-to-date  x-ray  equipment  and  a mod- 
ern laboratory,  is  at  all  times  at  your  service. 

The  prices  of  the  rooms  range  from  $7.00  to  $15.00 
per  day,  semi-private  rooms  $5.00  and  $6.00  per  day. 


THE  ALKER  MEMORIAL  LIBRARY 

Founded  by  Mr.  Henry  A.  Alker  in  Memory  of  His  Mother 

The  Library  was  founded  by  Mr.  Alker  to  provide 
books  for  the  patients  in  the  Hospital.  It  has  been  a 
source  of  great  enjoyment  to  many  of  our  patients. 
New  books  have  been  given  each  year  and  we  are  very 
grateful  to  Mr.  Alker  for  his  continued  generosity. 
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NEW  YORK  SOCIETY  FOR  THE  RELIEF 
OF  THE  RUPTURED  AND  CRIPPLED 


Statement  of  Hospital  Income  and  Expenses 
(Exclusive  of  Treasurer’s  Records) 

For  the  Year  Ended  December  31,  1934 


INCOME: 

Patients: 

$78,013.21 
105,981.89 
168,749.80 
20,569.98 


Dispensary 

Private 

Ward 

Miscellaneous 


TOTAL  INCOME 


$373,314.88 


EXPENSES: 

Administrative  Expenses: 

Salaries— Officers  and  Clerks  $ 16,708.52 

Office  Expense  — Telephone  and 

Telegraph  13,504.18 

Stationery,  Printing  and  Postage 3,696.09 

Miscellaneous  1,220.82 

TOTAL  ADMINISTRATIVE 

EXPENSES  $35,129.61 


Professional  Care  of  Patients: 


Salaries  and  Wages  $105,192.43 

Dispensary  35,137.88 


Medical  and  Surgical  Supplies: 

Medical  Supplies  $11,467.49 

Surgical  Supplies  19,065.97 

Alcohol,  Liquors  and 

Wines  635.61 

31,169.07 


Brace  Shop  25,269.87 

Sewing  Room  3,431.84 

Physiotherapy  35,681.65 


TOTAL  PROFESSIONAL 

CARE  OF  PATIENTS 235,882.74 
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Departmental  Expenses: 


Photography  10,826.71 

Pathological  Laboratory  10,985.88 

Housekeeping  50,499.01 

Kitchen  23,823.75 

Laundry  14,791.97 


Steward’s  Department: 

Wages  $ 4,881.27 

Bread  2,997.18 

Milk  and  Cream  14,409.18 

Groceries  13,090.58 

Butter  and  Eggs  10,267.21 

Fruits  and  Vegetables  10,418.40 
Meat,  Poultry  and  Fish  22.821.21 

Miscellaneous  1,016.33 

79,901.36 

TOTAL  DEPARTMENTAL 


EXPENSES  190,828.68 

General  House  and  Property  Expenses: 

Gas  and  Electric  Light  $12,343.70 

Fuel,  Oil  and  Waste  31,555.36 

Maintenance— Machinery  and  Tools  10,477.35 

Maintenance— Real  Estate  and 

Buildings  11,933.70 

Plumbing  and  Steam  Fitting  9,018.94 

Ice,  Insurance  and  Miscellaneous 5,784.74 

TOTAL  GENERAL  HOUSE 

AND  PROPERTY  EXPENSES  81,113.79 

TOTAL  HOSPITAL  EXPENSES  $542,954.82 

DEDUCT: 

Increase  in  Inventory  of  Supplies,  etc.  542.16 

EXCESS  OF  HOSPITAL  EXPENSES  OVER  INCOME 


542,412.66 

$169,097.78 
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CONTRIBUTORS  TO  THE  SUPPORT  OF 
THE  INSTITUTION 

Annual  Member 

Each  annual  contributor  of  ten  dollars  and  upward 
shall  be  entitled  to  recommend  a child  to  the  out-patient 
department. 

Annual  Donor 

Each  contributor  of  fifty  dollars  and  upward,  at 
one  time,  shall  have  for  life  the  privilege  of  an  annual 
member. 

Patron  of  the  Society 

Each  contributor  of  five  hundred  dollars  and  up- 
ward, at  one  time,  shall  be  denominated  a Patron  of 
the  Society.  The  payment  of  five  hundred  dollars  en- 
titles the  contributor  to  the  treatment  of  an  indigent 
child  in  the  Hospital  for  one  year. 

Free  Beds 

1.  A donation  of  three  thousand  dollars  shall 
entitle  the  donor,  during  life,  to  place  a child  in  the 
Hospital  for  treatment  and  when  such  child  is  removed 
to  place  another  in  its  stead. 

2.  A donation  or  bequest  of  seven  thousand  five 
hundred  dollars  shall  entitle  the  giver  (as  soon  as  the 
money  is  received)  to  the  above  rights  in  perpetuity,  the 
rights  to  be  transmitted  in  writing  or  by  will,  otherwise 
to  cease. 


Endowed  Free  Beds 

Gifford,  Mrs.  Ellen  M. 

Knight,  in  memory  of  James  Knight,  M.  D. 

Bliss,  George,  in  memory  of  his  daughter. 

Fraser,  Mrs.  Anna  M.,  in  memory  of  her  father  and  mother, 
Hanson  K.  and  Emma  B.  Corning. 

Avery,  Mrs.  Mary  A.,  in  memory  of  her  son,  Henry  Ogden  Avery. 
Griswold,  Mrs.  Lydia  A.,  in  memory  of  her  husband,  George 
Griswold. 
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Field  and  Bishop,  Cortlandt  de  Peyster  and  Florence  Van 
Cortlandt,  in  memory  of  Mary  de  Peyster. 

Farrar,  Mrs.  Sarah  J.,  in  memory  of  her  father  and  mother, 
Horace  and  Sarah  J.  Tiieall. 

Bishop,  Mrs.  David  Wolfe,  in  memory  of  her  husband,  David 
Wolfe  Bishop. 

Currier,  Estate  of  Laura,  in  memory  of  Walter  B.  Currier. 
Eustis,  George  Morris. 

Agnew,  Alexander  McL.,  in  memoriam. 

Watson,  Miss  Emily  A.,  in  memory  of  John  Watson. 

Watson,  Miss  Emily  A.,  in  memory  of  Marcy  L.  Watson. 
Watson,  Miss  Emily  A.,  in  memor}7  of  Mary  J.  Walker. 

Brown,  Mrs.  George  Hunter,  in  memory  of  her  daughter  Millie. 
Currier,  Edward  West,  in  memory  of  Nathaniel  Currier. 
Currier,  Edward  West,  in  memory  of  Eliza  W.  Currier. 

Currier,  Edward  West,  in  memory  of  West  Currier. 

Currier,  Edward  West,  in  memory  of  Edward  W.  Currier. 
Tillotson,  Emma  L.,  in  memory  of  Millard  Glenn  Tillotson. 
Martin,  Jane  A.,  in  memory  of  Walther  A.  Martin. 

Thorne,  Phoebe  Anna. 

Harnett,  Katherine  I.  D.,  in  memory  of  Tommie  S.  Donald. 
Clark,  Marian  de  Forest,  to  be  known  as  the  “Julian  Bouton 
Clark  Bed.” 

Dellinger,  Mary  A.,  in  memory  of  her  niece  Lulie  Dexter. 
Wall,  W.  W.,  in  memory  of  Louis  Eugene  Wall. 

Wendei.,  Georgianna  G.  R.,  in  memory  of  her  sister,  Augusta 
Wendel. 

Wendel,  Georgianna  G.  R.,  in  memory  of  Josephine  Wendel. 
Taylor,  Henry  Ling,  in  memory  of  Charles  Fayette  Taylor. 
Curran,  Elsie  Postley,  in  memory  of  James  Ross  Curran. 

B.  P.  O.  Elks,  New  York  Lodge  No.  1. 

Rotary  Club  of  New  York. 

Pauline  Seybold. 

Gibson,  W.  Frazer,  for  Jeanette  Frazer  Gibson  Bed. 

John  B.  McGaffrey. 

Satterwhite,  Florence  C.,  in  memory  of  James  E.  Martin,  Jr. 

Preston  C.  Satterwhite,  Florence  C.  Satterwhite. 
Priscilla  T.  P.  Starin,  in  memory  of  Mary  Dick  Parker. 
Priscilla  T.  P.  Starin,  in  memory  of  Ransom  Parker. 

Her  Mother,  in  memory  of  Grace  Partridge. 


Life  Free  Beds 


George  Bowdin,  for  Children  of  Children’s  Aid  Society. 


Memorial  Funds 


Donors 

1932  Trust  Created  By 
Joseph  T.  Tower,  Jr. 


In  Memory  of 
His  Sister 
Mary  T.  Tower 
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REPORT  OF  THE  COMMITTEE  OF  THE 
SOCIAL  SERVICE  DEPARTMENT 


Mrs.  William  M.  Agar  Chairman 

Miss  Edith  Scoville  Vice-Chairman 

Mrs.  Morgan  Wing  Treasurer 


Mrs.  Bradley  T.  Coley 
Mrs.  Harold  C.  Richard 
Mrs.  Hendrik  R.  Jolles 
Miss  Alys  McLane 
Mrs.  Vansel  S.  Johnson 
Mrs.  E.  J.  Selby  Tanner 
Mrs.  G.  Grenville  Hunter 
Mrs.  John  H.  Reynolds 
Mrs.  William  Stuhler 


Mrs.  Andre  V.  Cherbonnier 
Miss  Lisette  Riggs 
Mrs.  Dudley  P.  Gilbert 
Mrs.  William  Blount 
Mrs.  Philip  D.  Wilson 
Mrs.  George  Adams  Ellis 
Mrs.  Orlando  B.  Potter 
Mrs.  Rose  V.  Durry 
Mrs  Howell  Forbes 


Honorary  Members 
Mrs.  Lyman  Delano 
Mrs  Goodhue  Livingston 
Mrs.  Gates  W.  McGarrah 

Committee  on  Volunteers 
Mrs.  William  Stuhler 
Mrs.  Andre  V.  Cherbonnier 


Staff  Director 

Miss  Jessie  H.  Prest,  R.N. 
Assistants 

Miss  Lydia  Drought,  R.N. 

Miss  Ann  Lewis,  R.N. 

Miss  Katherine  Cashman,  R.  N. 
Mrs.  Ida  Duggan 
Mrs.  Elfriede  Ascher 

Stenographer 
Miss  E.  Alessandrini 
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SOCIAL  SERVICE  DEPARTMENT 
Report  of  the  Chairman 

Due  to  the  generous  assistance  of  individuals  and 
Organizations  this  Department,  during  the  past  year, 
has  been  able  to  considerably  cut  down  the  amount  of 
Emergency  Relief.  This  has  enabled  us  to  increase  our 
Medical  relief  for  children. 

Again  we  are  indebted  to: 

The  Children’s  Fresh  Air  Home,  Southampton, 
N.  Y. 

The  Association  for  the  Aid  of  Crippled  Children. 

The  Junior  League  Clothing  Centre. 

The  Free  Milk  Fund. 

Under  the  able  direction  of  Mrs.  Andre  V.  Cher- 
bonnier,  the  number  of  Volunteers  in  the  clinic  has 
grown  to  21.  More  definite  work  has  been  given  to  them 
which  has  greatly  stimulated  their  interest. 

This  Department  realizes  that  a year  round 
Country  Home  would  greatly  relieve  the  hospital  beds 
for  more  acute  cases.  Except  for  Blvthedale,  no  other 
Home  will  accept  children  who  are  in  plaster  or  other- 
wise temporarily  helpless. 

We  are  grateful  to  all  those  that  contributed  to  our 
Annual  Dollar  Appeal  and  Bridge  Party.  Also  to  all 
the  Organizations,  Agencies  and  individuals  for  their 
generous  aid. 

This  Committee  wishes  particularly  to  thank  the 
Social  Service  Staff  for  the  tremendous  amount  of  work 
they  have  accomplished  and  to  express  its  appreciation 
for  the  co-operation  of  the  Superintendent,  the  Officers 
of  the  Hospital,  the  Doctors  and  the  Nurses. 

Respectfully  submitted, 

Alida  Carter  Agar, 

Chairman 
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SOCIAL  SERVICE  COMMITTEE 

Annual  Report  of  Treasurer  tor  Year  1934 

RECEIPTS 

Jan.  I— Commencing  Balance  $1,930.10 

Collections  on  Dollar  Appeals  for  the  year  $1,773.96 
Benefit  Bridge  Receipts  for  the  Year 

a/c  1933  16.00 

a/c  1934 822.26 

Return  of  Check,  Welfare  Council,  sent  for 
contribution  toward  financing  Research 

Project 10.00 

Refund  on  Artificial  Leg  8.00 

Donation  5.00 

Bond  Interest  on  $3,000  Erie  Bonds  148.46 

Collections  for  the  Year 2,782.6(> 

Total  Receipts  for  the  Year  Including  Com- 
mencing Balance  $4,712.76 

DISBURSEMENTS 

Postal  Tel.  Cable  Co.  for  Telegrams  to  Albany 

in  regard  to  Wickes  Bill  $ 3.10 

Welfare  Council  of  New  York,  for  extra  help  10.00 

The  Children’s  Welfare  Federation,  Yearly 

Contribution  10.00 

Wheel  Chair  and  Rubber  Cushion  27.51 

Vacation  at  Oakhurst,  N.  J.,  for  3 children 30.00 

Montclair  Convalescent  Home,  2 weeks  care 10.00 

Sweaters,  Woolen  Underwear  and  Hose  for 

Reserve  Store  Room  109.08 

12  Coats  for  Social  Service  Workers 38.00 

54  Dinner  Baskets  and  50  Shopping  Bags  for 

Christmas  145.67 

12  Blankets  for  Reserve  Store  Closet  27.64 

Check  Taxes  for  the  Year  .96 

Benefit  Bridge,  Sundry  Expenses  for  Year  33.25 

Expense  Checks  for  the  Year  to  Miss  Prest  150.00 

Dollar  Appeal,  Postage  and  Stationery  for 

Year  39.41 

Milk  for  the  Year  389.30 

Orthopedic  Shoes  for  the  Year  679.40 

Cod  Liver  Oil  for  the  Year  27.92 

Total  Disbursements  for  the  Year  1,681.14 

Balance  on  Hand  — December  31,  1934  $3,031.62 

Respectfully  submitted, 

Lucia  Burton  Wing,  Treasurer. 


42 


SEVENTY-FIRST  ANNUAL  REPORT 


[1934 


SOCIAL  SERVICE  DEPARTMENT 

Summary  of  Work  by  Department 

January  2nd.  1934  to  December  31st,  1934 


FINANCIAL  REPORT 

RECEIPTS: 


Balance  on  hand  January  2,  1934  $189.67 

Received  by  Check — Mrs.  Wing,  Treas.  176.50 

Received  Donations  10.50 

Received  Refund  by  patients  on  shoes  93.75 


$420.42 


DISBURSEMENTS: 

Railroad  fares,  shoes,  clothing  and  mis- 
cellaneous aid  386.71 

Balance  on  hand  December  31st  $38.71 

Through  Miss  Edith  Scoville,  Donation  to 

Free  Milk  Fund  (4  opera  seats) 20.00 


Carried  and  Paid  by  Hospital  for  Department: 


Railroad  and  carfares  $347.94 

Miscellaneous — Office  Expenditures  65.41 

Special  Worker  118.50 

Total  531.85 


Reduced  or  Free  appliances,  etc.,  given  to  8728  patients  referred 
to  Department  during  clinic  hours 


Original  price  $11,159.75 

Reduced  and  paid  by  patients  5,188.10 


Total  given 


$5,971.65 
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FIELD  WORK: 

2896  Visits  to  homes  of  patients 

2597  Letters  sent  out  for  clinical  follow-up. 

11842  Quarts  Milk  given:  3198  Qts.  through  Social  Service 
Committee;  8649  Qts.  through  Free  Milk  Fund. 

54  Families  received  Christmas  Baskets. 

710  Families  received  Special  Food  Tickets  (Home  Relief) 
237  Bottles  of  Cod  Liver  Oil,  Maltine  and  Prescriptions  given. 
630  Pieces  clothing,  bedding  and  Layettes  given. 

204  Pairs  orthopaedic  and  ordinary  shoes  given. 

1 Wheel  Chair  given. 

1129  Railroad  and  street  car  and  taxi  fares  provided  for 
patients. 

237  Patients  sent  to  Convalescent  Homes. 

100  Children  taken  to  Christmas  Party  given  at  Union  League 
Club. 

Respectfully  submitted, 

Jessie  H.  Prest,  R.N.,  Director 

Social  Service  Department 


GIBNEY  PAVILION  FOR  PRIVATE  PATIENTS 
307  East  42nd  Street 
OUT-PATIENT  DEPARTMENT 
313  East  42nd  Street 


